THE RAMO-WOOLDRIDGE COR»-«ATION 

8820 B-sllanca Avenue 

Phone ORegon 8-0311 

STATINTL 


ICIA-RDP81B008S6R001 4000801 42-7 

DATE March 1 , 1956 CHANGE NO. 
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CHANGE AFFECTS 

PURCHASE ORDER NO. 25-17391 
PURCHASE REQ. NO. 





J 


EFFECTIVE DATE OF CHANGE O/Skhfi- 
(Same As Above If Nof Shown] > < ^ 


Terms and conditions of our original order 
by th is change except as noted hereon. 


are not affected 


Purchase 

Order 


CHANGE NOTICE 


CHANGE 

AFFECTS: 


PRICE □ 
TERMS □ 


DELIVERY □ 
QUANTITY □ 


ITEM : QUAN. 


9 


CHANGE FROM 


50419534 ISOLATION, CHASSIS 
ASS3&BLY . Complete to B/P no 
revision dated 2/17/56. 


REASON FOR CHANGE 

To eonftoia correction in dimensions 
naade "by vendor. 


DESCRIPTION 

OTHER 


I ITEM 


4 


QUAN. 

9 


CHANGE TO 


50419534 ISOLATION, CHASSIS 
A3S3KBLY. Cottle to to B/ P 
Hevislcm "A” dated 2/26/56. 


STATINTL 



Form 36 Rev. 10-55 


Approved For Release 
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